From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Wednesday, March 07, 2012 2:16 PM 

O'Brien, Elisabeth (DPH); Salemi, Charles (DPH); Corbett, Kate (DPH) 
resubmittal - weighing only 


ADA Lisa Fuccione, Middlesex County called re having specimens reweighed. She has already faxed request 
as trial is set for next week and she would anticipate calling Kate on 3/14. 

Assign to Kate. KC - not sure of your availability. If problems please contact the ADA. 

Thanks, Julie 

ju.LE.ai/me Nflsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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Corbett email PRR 000097 



